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E.O. 11652: N/A 
TAGS: BEXP, UK 

SUBJECT: NATO INFRASTRUCTURE PROJECT: ICB NOTICE: 
RESTORATION OD AIREIELD LIGHTING SYSTEM 

REE: 75 LONDOL 17651 

1. EMBASSY HAS RECEIVED ICB NOTICE (WHICH SUPERSEDES 
REE. CABLE) PERTAINING TO RESTORATION OF AIRFIELD LIGHT- 
ING SYSTEM AT RAF STATION, ALCONBURY, CAMBRIDGESHIRE. 

2. PROJECT PROVIDES FOR REPLACEMENT OF APPROX. 40,000 
METERS OF EXISTING RUNWAY SIDE LIGHTING AND TAXIWAY EDGE 
LIGHTING CABLES, AND APPROX. 615 TRANSFORMERS. LATTER 

3. IT IS ANTICIPATED THAT TENDERS WILL BE INVITED IN 
MARCH FOR WORK START IN MAY 1976. VALUE OF CONTRACT 
WILL BE APPROX. 48,000 POUNDS. 

4. ADDITIONAL INFORMATION MAY BE OBTAINED FROM MR. S.J. 
PEARCE, PROPERTY SERVICES AGENCY, DEPT. OF THE ENVIRON- 
MENT, 88 BLENHEIM CRESCENT, RUISLIP, MIDDX. HA4 7EG, 

PHONE: RUISLIP 33381, EXT. 219. FIRMS ELIGIBLE AND 
WISHING TO BE INVITED TO TENDER, HOWEVER, MUST REPLY 
WITHIN ONE MONTH TO OFFICE OF COMMERCIAL AFFAIRS AT THIS 
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